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1. Subject to the policy, procedure#, and limitations set fortu 
in the basic logistics Instructions (tl ^2-300-1) and references 

thereto, the | 1 special indicator vill normally he utilised in con- 

nection *lth the categories of logistics sublets asd/or actions set 
forth in succeeding paragraphs. Example b of specific types of actions 
considered appropriate are indicated in each instance. 

2. Boutin. Logitie. Importing Action* ***** Correapondeaoe > 

Required by Agency Regulations and Procedural Issuances: 
a. Property in use reports, 
h. Inventory adjustment reports, 
c. Stock status repeats. 
d« Stock inventories. 

e. Sxcess reports. 

f . Consolidated Memorandum Receipt listings for Detached 


Stations • 

g . construction progress or status reports. 

3. Direction on Highly Technical Matters: 

a. Technical inf creation and instruct ions on storage, sur- 
.alliance, pecking, and preaerratlon of all oatagoria. of auppli. 
materiel and equipment. 

h. Technical information and instructions on construction, 
architectural, and engineering natters . 
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4. Shipments; 


a. Information and instructions on over, short, or damaged 
shipments* 

b. Soutine notification on H3J, ETA, and status of shipments 
of supplies and equipment (to include Agency- owned vehicles). 


c* Itoutiae notification on Z3®, ®A, and status of shipments 
of household goods, and personal effects (to include unaccompanied 
baggage and personally- owned vehicles). 


5» Routine Logistics Actions Without Operational Implications: 


a. Technical Information and instructions on matters involving 
material handling equipment and/or facilities. 

b. Information and instructions on administrative aspects of 
property disposal. 

c. Requisitions for administrative supplies and equipment. 

d. Information on availability of supplies and equipment. 

e. Information on status of requisitions. 

f . Transmittal of supply documentation » 

g. Identification of materiel. 

h. Information cm matters pertaining to the Agency stock 
catalog and other cataloging systems. 


1. Acquisition and disposal of T 


hreMcles within approved 


j* Correspondence on data submitted in foreign real property 
reports. 
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